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941 August 17, 1906 

7. A daily examination of the raw and filtered water should be made. 

8. All infected or suspicious wells and springs should be closed 
against use for all purposes. 

9. The ice facteuy should be prohibited from using water from the 
old mine shaft. 

10. On account of the fact that the water of certain dairies was 
found to contain colon bacilli, dairymen should be required to sterilize 
all milk cans and bottles; these are used for fresh milk. 

11. On account of the great lapse of time it is impossible to say 
definitely where the infection of the 17 cases at Elizabeth Seminary 
originated, but it was very probably in the additional supply of milk 
which was first used at the college twenty-one days before the 
outbreak of the fever. 

12. Elizabeth College should have a sufficient number of cows to 
supply milk for all its purposes. 

13. All the water used for drinking purposes in the college should 
be boiled. 

14. No ice used at the college should be put in the water or milk; 
these articles can be cooled by being put on ice or in some other 
satisfactory manner. 

15. In my opinion, the outbreak of fever at Elizabeth College was 
not due to defective plumbing, as some persons claimed, nor was it 
due to any negligence on the part of the college authorities, and it 
could not have been avoided without biologic examination of the 
college supplies. 

16. Patrons of the school should have no hesitancy in sending their 
daughters to Elizabeth College for the ensuing session, provided the 
above suggestions are carried out. 

Report from Baltimore, Md. — Smallpox on steamship Nechar from 
Bremen — Vessel fumigated. 

Passed Assistant Surgeon Stansfield, in temporary charge, reports, 
August 8, as follows: 

The steamship Nechar arrived at Baltimore August 6, from Bremen, 
with one case of smallpox in the steerage. The case was removed and 
placed in quarantine, the personnel of the vessel vaccinated and allowed 
to land, and such parts of the vessel as were thought infected were 
fumigated. 

This action was taken by the local quarantine authorities. 

Report from Bismarch, N. Bah. — Enteric fever on river steamer Ex- 
pansion — Precautions against infection of Yellowstone River. 

Acting Assistant Surgeon Smyth reports, August 6, as follows: 
Within the past month 4 cases of enteric fever were received at 
this station .from the steamer Expanswn, engaged in local traffic on 
the Yellowstone River, near Glendive, Mont. 

This vessel is engaged in carrying supplies and material to the dif- 
ferent camps on an irrigating canal, at present being constructed by 
the General Government, and I am informed that from 1,000 to 2,000 
men are constantly on the irrigation works, divided into camps of from 
100 to 200 men. The sanitary conditions in the camps are said to be 



